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ANNOTATIONS, MINOR CONTRIBUTIONS, QUERIES 


Under the above caption will be published from time to time comments 
criticisms and suggestions on technical procedures; minor contributions such as 
laboratory aids and short cuts which are not considered sufficiently important 
to warrant a formal paper; and queries. 

Obviously comments and criticisms should be signed; queries should be 
signed but names will be withheld on request; full credit will be given those 
who contribute laboratory aids, short cuts and the like. 

An attempt will be made to obtain answers from authoritative sources to 
the queries submitted. It must be emphasized that the views expressed in 
this department are not the opinions of any official body. 
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